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ANNUAL REPORT. 

(b^ The annual report shgll: 

(&> Slate the common names and the numbers of am mate upon w^hich experiments, teaching, research, surgery, or 
leEts ware conducted involving ai;:[;:ompanying pain gr dictrass It? the animals ^nd far ^icJn apprapriafe an^slhejia, 
analgesic, or tranqurllzing drugs were used, 

Thg 2(X7 annual r^pnrt llfail by Lh$ tacility undur ropcrled llna rkumb&r cl column D animals used in ths 12 month 
period covered by the report. The annual report must accuralely reflect animal use by the facility during the reporting 
period. The method ct counting and animal tracking Ipt report purpaaec should be evaluated end mddiFied if 
necessary to ensure future reports are correct. 


Correct by: A corrected annual report should bo filed with APHIS Animal Caro Immediately. 


Animals inEpecledr 4 Degc. 
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